STATUTES AT LARGE

(4) The stands or stalls are of finished material and painttd where hand
contact occurs.
(5) There are no boxes, shelves, wires, or nails above the benches where
shuckers gloves, fingercots, knives, or miscellaneous articles might ac-
cumulate.
4.17 Pails                        4.19 Aprons and Finger Cots
4.18 Knives and Blocks
4.17 Pals-All shucking pails or colanders shall be made of a not-
readily corrodible, smooth, impervious material and shall be constructed in
such a manner as to eliminate grooves, seams, and cracks, where foreign
particles, dirt, and slime might collect. All seams and joints shall be well
filled with solder and dressed to a smooth surface. If "dip buckets" are
used they shall be of the same quality as shucking pails.
Public Health Reason: Shellfish containers and other utensils unless
so constructed as to have flush joints and seams, smooth, easily cleaned,
and accessible surfaces, and of durable non-corrodible metal are liable
to harbor accumulations in which undesirable bacteria will grow.
Satisfactory Compliance: This item shall be deemed to have been satisfied
if:
!(1) All containers, pails, colanders, and similar equipment are con-
structed of smooth metal with a not-readily corrodible surface, of a shape
that will make cleaning easy, and with all joints and seams soldered
smooth.
(2) All containers, pails, colanders, and similar equipment are in good
repair, free of, breaks and corroded places. The use of agate-ware, rusted
or dented pails is not acceptable.
4.18 Knives and Blocks-Knives shall be made of not-readily torrodible,
smooth, impervious material, and shall be constructed in such manner
as to eliminate grooves, joints and cracks where food particles and dirt
might collect. The handles of opening knivw s and the breaking blocks shall
be so constructed as not to have cracks and crevices which would retain
food particles, dirt, and slime.
Public Health Reason: Knives, breaking blocks, and breakingirons
containing joints and cracks are not easily cleaned and are apt to harbor
accumulation of slime and other material in which undesirable bacterial
growth can occur.
Satisfactory Compliance: This item shall be deemed to have been
satisfied if:
All opening knives, breaking blocks, and breaking irons are constructed
and maintained in such manner that there are no open joints, seams, or'
cracks in which material may accumulate.
4.19 Aprons and Finger Cots--All persons who handle shucked shell-
fish shall wear a clean apron or coat of washable or waterproof material
which shall be kept reasonably clean. If finger cots are worn they shall
4.20 Cleaning (Operation)
be of clean washable or waterproof material. Similar shields for protect-
ing the palm of the hand shall be of clean washable or waterproof material,
preferably rubbet.
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